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1645 July 19,1901 

Isabela de Sagua ; or else, and more convenient and economical, that 
inasmuch as the custom-house has 2 boats — a steam launch and a sloop — 
with but 1 crew, the latter be transferred to the Service. 

The records of the station are fairly well kept. The regulations as to 
uniform had not been fully complied with. 

Respectfully, G. M. Guiteras, 

Passed Assistant Surgeon, U. 8. M. H. 8. 
Surg. A. H. Glennan, U. 8. M. H. 8., 

Chief Quarantine Officer for the Island of Cuba, Havana, Cuba. 

Havana, Cuba, July 8, 1901. 
Respectfully forwarded to the Surgeon General, U. 8. Marine-Hospital 
Service, Washington, D. C, with the report that the port of Isabela de 
Sagua is an inspection station and a disinfecting barge is unnecessary. 

Since the date of this report, Captain Crabbs, U. S. A., acting col- 
lector of customs, has been relieved and a Cuban appointed as collector. 
It is believed that there will be no further trouble in the use of the 
small boats for boarding purposes. 

A. H. Glennan, 
Surgeon, U. 8. M. H. 8., 
Chief Quarantine Officer for the Island of Cuba. 
The Surgeon- General, 

U. 8. Marine-Hospital Service. 

Report from Havana. 

Havana, Cuba, July 9, 1901. 

Sir : I have the honor to submit the following report of the trans- 
actions at this station for the week ended July 6, 1901 : 

There were no cases of yellow fever and no deaths from the disease 
during the week. The case reported the previous week (which had 
been brought into the city from outside for treatment) was discharged, 
and there are now no cases on hand. 

On the 2d instant quarantine against Mexican ports was put into 
effect. All nonimmune passengers from the above ports are now 
detained at the Triscornia detention camp to complete five days from 
port of departure. 

Acting Asst. Surg. F. E. Menocal reports that 1 immigrant was 
examined and permitted to proceed to Santiago de Cuba. Baggage had 
not been exposed and was inspected and passed. 

I inclose the usual statistics for the week, also monthly report of the 
Triscornia detention camp for June, 1901. 

Respectfully, A. H. Glennan, 

• Surgeon, U. 8. M. H. 8., 
Chief Quarantine Officer for the Island of Cuba. 

The Surgeon-General, 

U. 8. Marine- Hospital Service. 
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Summary of transactions at Havana for week ended July 6, 1901. 

PASSENGER DEPARTMENT. 

Passengers inspected 275 

Passengers vaccinated .• 3 

Immunes examined for immunity and accepted 130 

Immunes examined for immunity and rejected 11 



Total ... 



419 



HAEBOK DEPARTMENT. 

Crews of incoming vessels inspected 1, 055 

Crews of outgoing vessels inspected 829 

Passengers of outgoing vessels inspected 337 

Passengers of incoming vessels inspected 773 

Total 2,994 

Vaccination certificates issued 14 



SHORE PLANT. 

Baggage inspected and passed 346 

Express inspected and passed 13 

Freight inspected and passed 1, 909 

Baggage disinfected 48 

Express disinfected 4 

Freight disinfected 29 

To be disinfected 26 



Total number of pieces handled 2, 375 



STEAMER SANATOR. 

Vessels disinfected 8 

Vessels partially disinfected 3 

Viveros disinfected • 9 

Baggage and dunnage disinfected 585 

Crews and passengers inspected 284 

MORTUARY REPORT. 



Pernicious fever 1 

Malarial fever 1 

Borras fever 1 

Total number deaths from all causes .. 103 



Tuberculosis 17 

Pneumonia 6 

Enteritis 7 

Enteric fever 2 

Bilious fever 1 

Report of movement of immigrants at the port of Havana during the month of June, 1901. 

Havana, Cuba, July 6, 1901. 

Total arrivals during June, 1901 818 

Number discharged from steamers 281 

Number remaining in station May 31, 1901, to month of June, 1901 36 

Number taken to station during month of June, 1901 537 

Number discharged from station to Havana during June, 1901. (Spanish immi- 
grants, 169; Chinese immigrants, 171) 341 

Number discharged from station to interior points oi island during June, 1901 173 

Number remaining in station June 30, 1901, to month of July 60 

Remarks. — No cases of sickness during the month of June, 1901. 



